MITSUBISHI HAND DRYER | Specifications may be subject to change without notice. BINSTALLATION PRECAUTIONS 


AIR FILTER 1. Read the installation manual thoroughly before beginning installation to ensure the unit is 
BDIMENSIONS INSIDE THE DEC PANEL BBLOCK DIAGRAM installed safely and correctly. 
EEES 120Vac THERMAL 2. This hand dryer must be connected to a delicated GFCI (Ground Fault Circuit Interrupter) 


TL Cee E branch circuit using appropriate ANG #12 or #14 copper wire. 


BLOCK N i 3. Do not install this hand dryer in the following locations: 
- Outside or in an area exposed to direct Sunlight (or other strong light) or in direct moisture. 
- Where the ambient temperature will fall outside the range of 50°F (10C) to 104° F (400). 
- Where the relative humidity will exceed 5-95%, or where condensation will form due to rapid 
temperature changes. 
TERMINAL 3 3/16" ay aoe 4 - Where dust, salt, or metal particle densities are high. 
BLOCK (81.5mm) SENSOR SWITCH HEATER SWITCH - Where corrosive, neutral or reductive gases are present. 
E - An area subjected to vibration or pounding, e.g., on trains, vessels, Ships and airplanes. 
- Next to food, tableware or cooking appliances. 
- Where the appliance may come into direct contact with water. 
THERMAL - Near a bathtubs, Shower or a Swimming pool. 
FUSE 940 (OPEN) - [n narrow hallways and behind Swinging doors. 
THERMAL J A - Where vandalism is likely to occur. 
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MOUNTING HOLE.” Electrical Surface should be 


. ; vertical, smooth 
BEXTERIOR MATERIALS SLU and flat. 


e CERTIFICATIONS - j 


DEC PANEL ABS RESIN saa a ESS ) 
FRONT PANEL ABS RESIN : R Mh a NSF 
c US s 
LISTEN 
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Tod [BASE UPPER [PP RESIN. —*‘(|GRAY.=s— SSSC*d 
MEN 
o foe es e | Intertek (1305mm) 
4009040 o NOMEN 
oe [LOCKING TAB [POM RESIN ‘| Wale = 5 15/18 5 15/18 1205an 
| 09 | INSTALLATION PANEL | STEEL (1. 2mm THICKNESS) (100mm) E (1500m) 


BSPECIFICATIONS 


THE SEPARATION DISTANCE FROM WALLS OR OBSTACLES RECOMMENDED INSTALLATION 
7 HEIGHT * A’ 


POWER 
RATED CONSUMPTION (WO! AIR | SOUND DRAIN 
VOLTAGE {FREQUENCY | CURRENT WEIGHT | TANK X FOLLOW LOCAL REQUIREMENTS 
vary | sche). | ay. | EATER MEMTER) Pere | MBI CAPACITY AND ELECTRICAL CODES 
355mph 11. 51b] 4. Spt. | 7 


H. Tsuzuki 
MOTOR TYPE COMMUTATOR MOTOR (2POLE) || SAFETY MEASURES THERMAL FUSES AND OVER CURRENT FUSES ODDATE] | MITSUBISHI HAND DRYER | 
DIELECTRIC STRENGTH | 1, 240Vac FOR 1 MINUTE | INSULATION RESISTANCE | 10MQ OR MORE (MEASURED BY DC500V MEGGER) SCALE DATE ALM PRODUE Copa T US LORE NANE ORKER 
- Air speed is calculated from the static pressure measured by the pitot tube. (at the nozzle) 16 Jan 2014 MODEL MITAMG LOGG=W-NA 
- Sound is the A range value measured in an anechoic room (Average as 3 points, 2m from the front and both sides) 
- The heater is turned off automatically when the room temperature around the unit reaches 86° F (30C) or above. A MITSUBISHI ELECTRIC CORPORATION NAKATSUGAWA WORKSIDWG. NO. NONL I 130141 


